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Message Text 


UNCLASSIFIED 

PAGE 01 TAIPEI 07478 200407Z 
66 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 RSC-01 /019W 

120192 

R 200353Z DEC 74 
FM AMEMBASSY TAIPEI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3756 

UNCLAS TAIPEI 7478 

USDOC FOR OIM/MRD - RM. 4049 

E.O. 11652: N/A 
TAGS: BEXP, TW 

SUBJECT: GLOBAL MARKET RESEARCH: AIR AND WATER PURIFICATION 
AND POLLUTION CONTROL EQUIPMENT - R.O.C., PREPARED 
BY PEAT, MARWICK, MITCHELL AND CO. (PMM) 

REF : USDOC 18325 OF 12/13/74 

1. ON 12/13/74 POST MARKET RESEARCH STAFF DISCUSSED WITH 
PMM REQUESTS FOR SUPPLEMENTARY INFORMATION FOR SUBJECT 
STUDY PER REFTEL. ON 12/17/74 PMM ADVISED POST THEY ANTICIPATE 
NO PROBLEMS PROVIDING INFORMATION PER PARAS 2, 3, 5 AND 6. 
CONTRACTOR MENTIONED THAT SOURCES ORIGINALLY CONTACTED FOR 
INFORMATION PER PARA 4 WERE VERY RELUCTANT TO PROVIDE 

IT. NEVERTHELESS ANOTHER ATTEMPT WILL BE MADE TO OBTAIN 
THIS DATA. 

2. CONTRACTOR WILL FOLLOW ORIGINAL REPORT FORMAT AND 
DELIVER TO POST NOT LATER THAN 1/15/75 15 COPIES OF 
SUPPLEMENTARY DATA. 

UNGER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TAIPEI07478 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740370-0505 
From: TAIPEI 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: link1974/newtext/t19741217/aaaaaokn.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 74 USDOC 18325, 74 OF 12/13/74 
Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 SEP 2002 by ReddocGW>; APPROVED <06 JAN 2003 by MorefiRH> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GLOBAL MARKET RESEARCH: AIR AND WATER PURIFICATION AND POLLUTION CONTROL EQUIPMENT - R.O.C., PREPARED 
TAGS: BEXP, TW 
To: COM 
Type: TE 
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